CENTER  CHURCH  ON-THE-GREEN,  NEW  HAVEN,  CT 

The  sanctuary  from  the  pulpit.  Restored  in  1958-1959 
to  attain  more  of  the  original  atmosphere.  The  church 
is  said  to  seat  796  persons. 
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